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Robertshaw 
712 Series 


Retrofit Intermittent 

Pilot Ignition System 
* Compact size makes it quick and easy to install 
¢ Eliminates standing pilot — saves energy 
* Available in 100% lockout or nonlockout 


It’s Simple—go with Robertshaw! 
The Best name in gas controls. 


Available now from your Uni-Line Wholesaler. 


CONTROLS COMPANY 
Uni-Line Division 


P.O. BOX 2000 + CORONA, CA 91718-2000 
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CALL OR FAX 
US TODAY FOR 
COMPLETE INFORMATION 


MANUFACTURING 
601 NW 65th CT. 
FT. LAUDERDALE, FL 


Reliable Products... — 


e PHONE 776-54 
Satisfied Customers. miTeen 
ass HARROW company 
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T r ° 
peer! Floating Head System 


Increases Capacity 


This patented system 
allows you to float 
head pressure without 
any subcooling or 
special valves. 
Increases efficiency 
for virtually any 
freon reciprocating 
air conditioning or 
AUTOMATICALLY CORRECTS FOR AIR DENSITY & refrigeration system. 
BACKPRESSURE - NO K FACTORS EVER NEEDED 


CHOICE OF METERS - AIR FLOW ONLY, OR AIR FLOW, 
VELOCITY, PRESSURE & TEMPERATURE 


Call or FAX us today for more information. 
OPTIONS INCLUDE: MEMORY, AVERAGE & SUM TO 99 
READINGS, SEQUENTIAL RECALL, AUTO-READ US. Patent No. 4,599,873 


REPAIR POLICY - ONE WEEK TURNAROUND OR LESS 
CUSTOM TOPS MADE TO ORDER @_HY- A y f OA 
Shortridge Instruments, Inc. Conpesats Eeatquasters ~ Festiand, OR 


7855 East Redfield Road * Scottsdale, Arizona 85260 (503) 667-5091 or 
(602) 991-6744 FAX (602) 443-1267 FAX (503) 667-5865 
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COMPOUND 
SCREW 
SERIES 


The Mycom industrial SK A 

refrigeration compound RE 

series are available in a re gee ® Side load and 
twelve models for 290 . <5 \V@< ©,'} % subcooling 
to 3340 CFM low stage LA LAP 

displacements. 


Each compound screw has 

two stages of compression 

within one structure with stage 

capacity modulation on each — : 

2 chat cry oP separator Mycom Refrigeration Equipment, 
single drive. 








2 FAX (213) 533-1540 

1 FAX (210) 489-9711 
FAX ) 542-7006 

4 FAX (604) 270-9870 
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